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KEY TC MAP OF CEGIELSKI FOUSDRY 
(sse Attachment II) 


The foundry, a large building measuring 120 x 40 meters. the most importent 
of the plant's installations, 1t hae a railway spur which runs inte the © 
building and turee cranes which move the entire length of the building.» 

2. Phree melting oveus for tapping. These are used to cast miscelianeoue 
motale (Buntgues), such as copper, brass. and aluminum. Type plates. 
door knobs, etc. are produced here. 

2. Two tapping ovena for gray tron castings. 

se. Machines room, run by electric power. This contains a motor for the 
holating and charging installations and the compressors for the Putzered 
(cleaning and dreseing shop for castings). 

4. Small repair ahop for the moulds. 

a. Two tapping ovens for steel castings. 

£, three steel processing ovens (converters) used for steel castings. 

ge. Phirty ton crane in the ateel casting roon. 

nh. Putserei (cleaning and dressing shop for caetings). 

1. Tyo annealamg ovens in the Putzerei. 

3. Gas generator which rune the annealing ovens in the Putzerei. 

«. Steel casting room. Here stand various moulds for casting and prepared 
moulds for ateel casting. Petween the moulds set up here run reilway 
spure which facilitate the carrying away of the casting tube. 

m. Gray iron caeting room. Here etand various noulds for casting. 

®. Sand mizing equipment. 

o. Showsr room (Duschraum). 

yg. Office. 

q. Gores moulding room. 

vy. Drying oven for sand. 

a. Bunker for sand. 

%, Pifteen-ton moveable crane. 

na, Ttwenty-five-ton moveable crane. 

vv. Lwenty-ton moveable crane. 

Buildinzs being tom down to make possible the expansion of the foundry. 

a. Shower room (Duschraum), torn down Christmas 1948. 


b. Repeir shop and warehouse. 


e. "Old repair shop*. 
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ATTACHMENT JI - 2a 
fhe turnery, 120 x 40 metere in area. Like foundry it bas a railway spur 
whieh enters the building. 

a. Part of the building used aa a turnery. 


®. Additional automatons. Some cylinder grinding machinee and methine 
naciuines are alréady in production here. 


c. A now pressure gauge (Drackprifstand) for cylinders. Thie works with 
water pressure of 16 ~ 18 atmospheres absolute pressure. 


‘ad. Seven-ton moveable crane. 


@. Pert of the building which was still empty but waa to be equipped and 
put into production in the early part of 1949. 


£ Ground Tloori passageway - 
Second floor: design and Grafting office; the turnery's administrative 
office. 
@. Special etore room. 


Building 120 x 12 metera. 


a. Bather large store room for the machinee and benches used for munitions 
proauction during the German occupation. 


b. Steal construction shop (constructional iron wrk). 
c. Saddler'a shop. 
d. Empty roon. 


e. Store room for moulds for Locomotive parts. 


“£. Mata atore room for the foundry. Here ise stored everything which the 


foundry needs? naile, brede, manganese, raw copper, etc. 


g&. Store room for pumps and airplene Parts, whose light metal is to be 
used again. 


h. Dressing room for the workers. 


Warehouse, 30 x & meters, in which locomotive parts from the Geldingen 
Locomotive factory were stored until they were used up. 


Building 120 z= 16 meters. 

a. Serew workshop. 

b. Store rooms for screws. 

Be Mould making shop. 

Building covering en area of 3O X 24 meters. 
a. Shear for cutting eteel plates. 

b. Fire~brigade. 

c. Forge. 


d. Store room for anualler Ger teyers Thie ie one of the few buildi:ze added 
Bince 1945, 
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Duaps for? 


a. Lames . 


ip. Raw iron. 


«. Goke. 

Building approkimately 60 x 8 meters. 

a. Iron store room. | 

3. tere room for old uachines, some of which are suitable for further use. 
to Lolletes. 


Coal buiker. 


, Boller house (25 x 16 aetera), which serves only heating purposes. 


Small repair ehop, reaponsible for all the repair work requirad by the plant. * 
Compressor. 

Formerly a warehouse for moilds, how emo ty. 

FW camp 

Villa-Like adminietrative oullding, 16 212 meters. 

Guard pret by the main entrance to the plant yards. 


Kitehen and megs hall. 
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